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Coiner’s Department. 





Mint of the United States 
At Philadelphia. 
September 3, 1880 


Hon. A. Loudon Snowden 
Superintendent. 


Sir; 
I have the honor to herewith call your attention to the condition of our steel rolls. 


There is at present, but one (1) new pair on hand to take the place of any that may 
become disabled. There are a lot of old steel rolls on hand, that have been in use for ten or twelve 
years, which are very much reduced in size, worn on the faces and quite soft — when used they 
must be taken out very often, and reground. They ought not to be used at all. I consider them 
entirely unfit for further work. This condition of affairs cripples the department very much, and I 
feel greatly concerned about it. Should any accident occur to the rolls in use, great inconvenience 
I fear, would follow. 


There should be at least five (5) pairs of new Steel Rolls ordered at once. The necessity 
for this is in my opinion very great and admits of no delay. 


If it meets your approval I should like these rolls made by Moss & Gamble of England, 
whose steel rolls I understand, have given great satisfaction in the Royal Mint at London. 


The steel rolls in use in this Mint, that have proven to be the best, were manufactured by 
Krupp of Germany. We have tried American Steel Rolls, but they have not given the same 
satisfaction that the foreign rolls have. From the best information I can get, the steel rolls made 
by Mess. Moss & Gamble are superior to those of Krupp and desiring to obtain the best for our 
use here I recommend purchasing from them. 


Trusting that this matter will receive immediate attention I am. 


Very Respectfully, 
Your Obt. Servant 
O.C. Bosbyshell 
Coiner. 


